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400 Atrium— Otm Tandy Cantar, Fort Worth, Taxaa 76102 


Problem 

Line 180 of the Time Series Analysis 2 Program has a GOTO 1343. However, 
line 1343 does not exist. This will cause an error only if the wrong ty 
data tape is being read. It does not affect the normal operation of the 
program. 

* * THE FOLLOWING CHANGE IS OPTIONAL! * * 


Solution 

1. Place the TIME SERIES ANALYSIS 2 Program in the cassette recorder and in 


BASIC load the program by typing CLOAD. 

2, Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 
Old Line: 180 PRINT:PRINT"WRONG DATA FILE TYPE":PRINT:M6=4:GOTOl343 

New Line: 180 PRINT:PRINT"WRONG DATA FILE TYPE":PRINT:M6=4:GOTO1000 


3. Type CSAVE"T" to save the changes in the program. 






















